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TAGS: ASEC 

SUBJECT: EQUIPMENT FOR INSTALLATION IN NOB TOKYO 
REF: STATE 186051 

1 . TERMINAL BLOCKS AND UTILITY BOXES ARE PART OF JOINT ALARM SYSTEM 
PROJECT AND ARE SPECIFIED IN THE JOINT AGREEMENT, ATTACHMENT 5. 

THESE ITEMS AS WELL AS OTHER ITEMS IN ATTACHMENT 5 SHOULD HAVE BEEN 
ORDERED BY BOB RITZ. PLEASE CONTACT RITZ FOR ADDITIONAL INFORMATION. 

2. TOKYO 8862 DATED JUNE 14. 1976 REQUESTED SHIPMENT OF ABOVE 
MENTIONED EQUIPMENT AND FOIL FOR ACR PARENT ROOMS. IT IS ESSENTIAL 
THAT THIS EQUIPMENT BE RECEIVED IMMEDIATELY. PLEASE ADVISE. 
SHOESMITH 
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